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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 LIMA 02865 042256Z 
ACTION L-03 

INFO OCT-01 ARA-10 EUR- 12 ISO-OO OES-07 DOE- 15 SOE-02 
10-13 ACDA-12 SS-15 SSO-OO /090W 

111340 042302Z/66 

OP 04225 1Z APR 78 
FM AMEMBASSY LIMA 
TO SECSTATE WASHDC IMMEDIATE 9433 
INFO AMEMBASSY VIENNA PRIORITY 
AMEMBASSY BUENOS AIRES PRIORITY 


LIMITED OFFICIAL USE LIMA 2865 

E.O. 11652: N/A 

TAGS: PARM ENRG AR PE IAEA TECH 

SUB J : U.S. FUEL FOR ARGENTINE REACTOR LOAN TO PERU 

REF: VIENNA 3166 

1 . BOTH DE LA FUENTE, FOREIGN MINISTRY'S NUCLEAR ENERGY 
OFFICER, AND LLAMOSAS, ADVISOR TO IPEN'S PRESIDENT, 

ASKED ECON OFF APRIL 4 WHEN SIGNING OF QUADRIPARTITE SUPPLY 
AGREEMENT AND EXCHANGE OF US/PERU NOTE CAN TAKE PLACE. 

2. EMBASSY WOULD ALSO APPRECIATE ESTIMATE OF TIMING 
REQUESTED REF A. 

DECON 4/4/79. SHLAUDEMAN 


LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR AGREEMENTS, LOANS, NUCLEAR FUELS, NUCLEAR REACTORS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 04 apr 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978LIMA02865 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 
Enclosure: n/a 
Executive Order: N/A 
Errors: N/A 
Expiration: 

Film Number: D7801 45-1 152 
Format: TEL 
From: LIMA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780496/aaaaddfj.tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 21b209b7-c288-dd11-92da-001cc4696bcc 
Office: ACTION L 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 78 VIENNA 31 66 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 05 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3083735 
Secure: OPEN 
Status: NATIVE 

Subject: U.S. FUEL FOR ARGENTINE REACTOR LOAN TO PERU 
TAGS: PARM, ENRG, TECH, AR, PE, US, IAEA 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/21b209b7-c288-dd11-92da-001cc4696bcc 
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